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MEMORANDUM FOR: 


Executive Assistant, DCI Computer Security 
Project 


FROM : | 

Chief, Headquarters Facilities Division, DNG/0IT 

SUBJECT: Cables Transmitted to Department of State (C) 

REFERENCE: DCI/ICS 85-4074, dtd 21 Jun 85 


1. The Headquarters Facilities Division, Domestic Networks 
Group, Office of Information Technology, conducted a survey over 
a two-week period for the statistics requested in the reference 
memorandum. (C) 


2. Volumes of cable traffic transmitted electrically to the 
Department of State can fluctuate from day-to-day. The yearly 
statistics are an estimate based on a projected average of 
volumes observed during the survey period, therefore, may not 
reflect truly accurate volumes. (C) 
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3. The attachment represents the volumes, types, 


classification and caveats by message type. Should add: 
inf ormation 'be required, the point of contact in HFD is 

i tional 





Attachment : 

Dept, of State Traffic Survey 

CC: D/CO 
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